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DPD-4483-61 

Contract No. MY-BA-327 
Amendment Ho. 10 

Baird-Atomic * Inc. « 

33 University Hoad c ■ !,n ,n ~' 

Cambridge. Mass* 

Gentlemen: 


1. Reference 1* made to Contract No. MY-BA-32? between the 
United States of America and Baird-Atonic . Inc., Cambridge, Mass. 


2. Paragraph 3 in SECTION 3- CONSff^TIPJ ,j.pg of the 
contract schedule , aa amended, is deleted and the following is sub- 
stituted therefor: 


*3. There has been allocated for this contract the following 
amounts: 


l£3& 2 & 


Inception through 30 June I960 
1 July I960 - 30 June 1961 

TOTAL 


Amount 

$37,676.10* 

22.175,4? 

$59,851.5? 


♦Final amount. 

The total amount payable to the Contractor under this contract shall 
not exceed this amount without authorization from the Contracting 
Officer. The Contractor shall notify the Contracting Officer when 8556 
of this amount has been expended,* 

3, The above results in a net inorease of $2,275*^7* All other 
terms, conditions and requirements of the contract, as amended, remain 
unchanged. 

4. Please indicate your receipt of this Amendment No. 10 to 
Contract No. MY-BA-32? and your acceptance thereof by executing the 
original and two copies of this Amendment . Return the fully executed 
original and one copy to the undersigned and retain the remaining 
copy for your files. 


ACKNOWLEDGED AND ACCEPTED 
BAIRD-ATOMIC, INC. 



Very truly yours. 



Contracting Officer 


25X1 A 


ApprQjff gl For A Rejea^e ^q^/09/07 : C IA-RPF$4-p0360R000700040035- 


i3LU 




